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UNCLASSIFIED 

PAGE 01 STATE 150113 
ORIGIN NEA-11 

INFO OCT-01 ISO-OO COME-OO /012R 

DRAFTED BY NEA/IRN:MJOHNSON:AMP 
APPROVED BY NEA/IRN - MYLES L. GREENE 
COM/CAGNE:KKEIM 

047939 140704Z/21 

R 132126Z JUN 78 
FM SECSTATE WASHDC 
TO AMEMBASSY TEHRAN 

UNCLAS STATE 150113 

E.O. 11652: N/A 

TAGS: USIRJC 

SUBJECT: IMPERIAL IRANIAN MEDICAL CENTER 


Message Text 


REFS: A) TEHRAN 5392; B) TEHRAN 5162 

1 . IN ORDER TO PREPARE FOR WORKING GROUP MEETINGS ON 
JULY 6 AND 7, WE WOULD APPRECIATE MORE DETAIL ON HOW 
DR. SAMII WOULD LIKE TO STRUCTURE THESE SESSIONS. REF B 
INDICATES DR. SAMII PREFERS TO HAVE FOUR SUB-GROUPS; PLEASE 
ELABORATE ON SUBJECT AREAS FOR EACH SO WE CAN CONTACT AP- 
PROPRIATE USG COUNTERPARTS. 


2. ANSWERS TO REF A FOLLOW VIA SEPTEL. CHRISTOPHER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PLANNING MEETINGS, MEDICAL FACILITIES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1501 13 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MJOHNSON:AMP 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780248-0078 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780663/aaaaccuu.tel 

Line Count: 42 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 9db9bc89-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 TEHRAN 5392, 78 TEHRAN 5162 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2367951 
Secure: OPEN 
Status: NATIVE 

Subject: IMPERIAL IRANIAN MEDICAL CENTER 
TAGS: TBIO, OTRA, US, IR, USIRJC 
To: TEHRAN 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/9db9bc89-c288-dd1 1-92da-001cc4696bcc 
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